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Department of State Police 


CRIME DETECTION LABORATORY 
650 ROYAL AVENUE SUITE #11. MEDFORD OREGON 97501 


May 27, 1983 


David N. Burks, Sheriff 

Lane County Sheriff's Department i 

125 E. 8th Ave. á 
Eugene, Oregon 97401 


RE: HOMICIDE 

DOWNS, CHERYL LYNN (VICTIM) 
DOWNS, DIANE ELIZABETH (SUSPECT) 
AGENCY CASE #83-3268 

C.D.L. #A-11,168 


ATTENTION: Sergeant Peckels 


On May 23, 1983 this laboratory received from John Whiddon, Deputy, 
Lane County Sheriff's Department, Eugene the following; 


A sealed GSR-AA kit reportedly containing hand swabs from Downs, 
Diane Elizabeth. 


No significant amwunts of Antimony and Barium were detected on these 
swabs. Therefore, it could not be determined if the subject had re- 


cently discharged a firearm. 
John C. Williams, Superintendent 


By i; di é i L- 


Bradford C. Telyea, Lieu E 
0247-90 
BCT: deb 
o 5004225 
cc: Lane County District Attorney, Eugene 
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